


FLIP/FLOP 


by Steina (1983) 


Concept : Camera on a turntable panning in a single direction, is internally 
———--- programed at preset intervals to revers its horizontal scan. 


Software: Sel f-generat ing 


Hardware: B/W camera w/lens 

a Turntable with Power supply 
Scan swither (custom built) 
3 B/W wonitors 


The installation’s hardware: 


Special: B/W camera with lens, Turntable with Power supoly, 
Scan switcher (custom built). 


Standard: 3 B/W monitors 


Space: A large, quiet room 
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